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To  the  Chairman  and  Members  of  the 
Halstead  Rural  District  Council 


Mr.  Chairman,  Ladies  and  Gentlemen, 

I have  pleasure  in  presenting  to  you  the  Annual  Report  on 
the  health  of  the  District  during  1960. 


Vital  Statistics 

The  estimated  population  is  16,900,  an  increase  of  40  on 

1959. 


There  were  251  live  births  which  gives  a birth  rate  of  17.3 
per  1,000  of  the  population  compared  with  17.1  for  England  and 
Wales. 


The  death  rate  of  11.2  per  1,000  of  the  population  compares 
with  that  of  11.5  for  England  and  Wales. 

There  were  four  infant  deaths  recorded  which  gives  an 
infant  mortality  rate  of  15.9  per  1,000  live  births.  The  rate  for 
England  and  Wales  is  21.7. 


Infectious  Diseases 

There  were  55  cases  of  Whooping  Cough  notified  during 
the  year.  The  majority  of  these  children  had  been  previously 
immunised  against  whooping  cough  and  consequently  the  disease 
was  comparatively  mild.  There  were  also  93  cases  of  Measles 
notified  during  the  year.  There  were  no  cases  of  Poliomyelitis 
notified  and  immunisation  against  this  disease  was  extended  to 
cover  all  persons  from  the  age  of  six  months  up  to  forty  years. 
There  were  only  four  cases  of  Tuberculosis  notified  during  the 
year.  However,  skin  testing  of  thirteen  year  old  school  children 
showed  that  17%  of  them  had  been  in  contact  with  Tuberculosis 
infection  and  there  must  still  be  some  infective  cases  of  Tuber- 
culosis in  the  community  which  have  yet  to  be  discovered.  Efforts 
will  be  increased  in  the  next  few  years  to  discover  these  unknown 
cases. 
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Environmental  Hygiene 

The  details  of  this  work  are  summarised  in  the  tables 
prepared  by  the  Chief  Public  Health  Inspector.  It  will  be  seen 
that  there  was  a decrease  in  the  number  of  Improvement  Grants 
approved  during  the  year.  This  was  balanced  by  an  increase  in 
the  number  of  Standard  Grants  approved.  It  was  not  possible  to 
improve  any  Council  Houses  with  the  aid  of  these  grants  during 
the  year. 

Medical  Officer  of  Health. 
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To  the  Chairman  and  Members  of  the 
Halstead  Rural  District  Council 


Mr.  Chairman,  Ladies  and  Gentlemen, 

I have  pleasure  in  presenting  my  14th  Annual  Report 
dealing  with  your  Public  Health  Inspectors’  work  during;  the 
year  1960. 

It  consists  mainly  of  statistics  given  on  pages  10  to  27 
required  by  various  statutory  provisions.  Explanatory  comment, 
except  where  absolutely  necessary  to  make  the  Report  more 
readily  intelligible,  has  been  largely  omitted  for  the  sake  of  brevity. 
The  Report  does  enable  one  to  gauge  some  measure  of  the  broad 
held  of  environmental  public  health  work,  and  also  of  its  many 
facets,  which  your  Public  Health  Inspectors  are  called  upon  to 
carry  out.  Of  greater  importance,  however,  it  does  give  details 
of  the  more  obvious  and  assessable  public  health  improvements 
secured  during  the  year  as  a result  of  such  work. 

On  the  whole  the  year  was  one  of  steady  balanced  progress 
and  there  were  no  particularly  noteworthy  happenings  or  out- 
standing achievements. 

Food  Hygiene  work  once  again  had  to  be  restricted  on 
account  of  other  more  pressing  duties,  and  it  is  really  now  most 
essential  that  it  should  be  possible  to  devote  adequate  time  to 
these  important  duties.  100%  meat  inspection  was,  however, 
again  carried  out,  but  routine  food  hygiene  work  generally, 
inspections  and  improvements  of  food  premises,  sampling  of 
milk,  ice  cream  and  ice  lollies  were  again  below  average. 

During  the  year  Stage  3 of  the  comprehensive  District 
Water  Scheme  was  completed,  and  properties  continued  to  be 
connected  to  the  new  District  water  mains  at  a satisfactory  rate. 

Housing,  in  its  many  aspects,  again  took  priority  in  the 
work  of  the  Department.  Duties  regarding  the  repair  and  im- 
provement of  dwelling-houses,  the  implementation  of  the  Slum 
Clearance  proposals  and  the  Improvement  Grants  Schemes  had 
prior  claim,  and  the  progress  made  is  worthy  of  special  mention. 
Housing  conditions  generally  throughout  the  District  have  never 
been  better,  but  many  years  more  continued  concentrated  effort 
on  this  work  is  still  very  necessary  before  it  will  be  possible  to  be 
satisfied  that  the  entire  population  of  the  District  is  properly 
and  adequately  housed. 
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Routine  inspections  of  factories  and  workplaces  wefie 
carried  out  as  found  possible,  but  this  work  also  had  to  be  some- 
what neglected. 

Drainage  duties  once  again  increased  due  to  the  recent 
availability  of  mains  water  supply  and  the  consequent  desire  for 
modern  sanitary  fittings,  and  these  duties  now  form  quite  an 
appreciable  proportion  of  the  Department’s  work. 

The  importance  of  the  protective  and  preventive  work! 
accomplished  by  the  manifold  day  to  day  routine  public  health 
duties,  too  numerous  for  individual  comment,  should  not  be 
underestimated,  nor  should  their  contribution  towards  promoting 
healthy  living,  reducing  sickness  and  lessening  preventable  deaths. 

The  interest,  support  and  confidence  of  the  Chairman  and 
Members  of  the  Public  Health  Committee  throughout  the  year 
was  very  much  appreciated.  Once  again  it  is  a pleasure  for  me 
to  express  my  thanks  to  the  staff  for  their  willing  and  loyal  assist- 
ance despite  the  many  pressing  demands  on  their  services,  and 
also  to  colleagues  in  other  Departments  for  their  courteous  and 
helpful  co-operation. 


I am,  Mr.  Chairman,  Ladies  and  Gentlemen 


Your  obedient  Servant, 


Public  Health  Inspector. 
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STATISTICS  AND  SOCIAL  CONDITIONS  OF  THE  AREA 


Area  (in  acres)  76,637 

Population  (Registrar  General’s  estimate)  ...  ...  ...  16,900 

Number  of  inlhaih ibited  houses  (end  of  1960)  according  to  the 

Rate  Books  ...  ...  ...  ...  6,141 

Rateable  Value  ...  ...  ...  ...  ...  £154,024 

Sum  represented  by  a penny  rate  ...  ...  ...  £609 


Live  Births: 

Total 

Male 

Female 

Legitimate 

...  ...  ...  ... 

243 

128 

115 

Illegitimate 

... 

8 

5 

3 

Birth  rate  per 

1,000  of  estimated  population 

14.9 

Birth  rate  (corrected  by  comparability  factor) 

... 

17.3 

Birth  rate  per 

1,000  population  (England  and  Wales) 

17.1 

Still  Births: 

Total 

Male 

Female 

Legitimate 

5 

2 

3 

Illegitimate 

— 

— 

— 

Still  birth  rate  per  1,000  total  (live  and 

still)  births 

19.5 

Total  Births  (live  and  still) 

...  ... 

. . . 

25  6 

Infant  and  Maternal  Mortality : 

Deaths  of  infants  under  .1  year  ...  ...  ...  ...  4 

Infant  mortality  rate  per  1,000  live  births  ...  ...  ...  15.9 

Infant  mortality  rate  per  1,000  legitimate  births  ...  ...  16.5 

Infant  mortality  rate  per  1,000  illegitimate  births  ...  ...  — 

Neonatal  mortality  rate  (first  four  weeks) 

per  1,000  live  births  ...  ...  ...  ...  15.9 

Illegitimate  live  births  per  cent,  of  total  live  births  ...  ...  3.1 

Maternal  deaths  (including  abortion)  ...  ...  ...  0 


Maternal  mortality  rate  per  1,000  live  and  still  births 


Deaths 

• 

Total 

Male 

Female 

Deaths 

...  ...  ... 

229 

121 

108 

Death 

rate 

per 

1 ,000 

of  estimated  population 

13.6 

Death 

rate 

(corrected 

by  comparability  factor) 

. . . 

11.2 

Death 

rate 

per 

1,000  population  (England  and  Wales) 

. . . 

11.5 
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DEATH  FROM  ALL  CAUSES,  1960 


Disease 

Male 

Female 

Tuberculosis  (respiratory)  ... 

1 

0 

Tuberculosis  (other) 

0 

0 

Syphilitic  disease  ... 

0 

0 

Diphtheria 

0 

0 

Whooping  cough 

0 

0 

Meningococcal  infections  ... 

0 

0 

Acute  poliomyelitis 

0 

0 

Measles 

0 

0 

Other  infective  and  parasitic  diseases 

0 

1 

Malignant  neoplasm,  stomach 

3 

4 

Malignant  neoplasm,  lung,  bronchus 

6 

1 

Malignant  neoplasm,  breast 

0 

3 

Malignant  neoplasm,  uterus 

0 

2 

Other  malignant  and  lymphatic  neoplasms  . 

10 

7 

Leukaemia,  aleukaemia 

1 

0 

Diabetes 

3 

0 

Vascular  lesions  of  nervous  system 

17 

34 

Coronary  disease,  angina 

20 

12 

Hypertension  with  heart  disease 

5 

3 

Other  heart  disease 

14 

19 

Other  circulatory  disease  ... 

7 

4 

Influenza 

0 

0 

Pneumonia 

8 

3 

Bronchitis 

7 

1 

Other  diseases  of  respiratory  system 

0 

0 

Ulcer  of  stomach  and  duodenum 

0 

0 

Gastritis,  enteritis  and  diarrhoea 

0 

0 

Nephritis  and  nephrosis 

1 

0 

Hyperplasia  of  prostate 

1 

0 

Pregnancy,  childbirth,  abortion 

0 

0 

Congenital  malformation 

1 

1 

Other  defined  and  ill-defined  diseases 

11 

9 

Motor  vehicle  accidents 

2 

0 

All  other  accidents 

2 

4 

Suicide 

1 

0 

Homicide  and  operations  of  war 

0 

0 

Totals 

121 

108 
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PREVALENCE  OF  AND  CONTROL  OVER  INFECTIOUS  DISEASE 


Disease 

Total  Cases 

notified 

Admitted 

to  Hospital 

Deaths 

Diphtheria 

0 

0 

0 

Dysentery 

0 

0 

0 

Enteric  Fever 

0 

0 

0 

Erysipelas 

1 

0 

0 

Food  Poisoning  ... 

2 

0 

0 

Infectious  Hepatitis 

1 

0 

0 

Measles 

93 

0 

0 

Meningococcal  Infection  ... 

0 

0 

0 

Non-paralytic  Poliomyelitis 

0 

0 

0 

Paralytic  Poliomyelitis 

0 

0 

0 

Pneumonia 

2 

0 

0 

Puerperal  Pyrexia 

0 

0 

0 

Scarlet  Fever 

4 

0 

0 

Tuberculosis  (Pulmonary) 

4 

3 

1 

Tuberculosis  (Non-pulmonary) 

0 

0 

0 

Whooping  Cough 

55 

0 

0 

Totals 

162 

3 

1 

Tuberculosis — New  Cases  Notified  : 


Age  Periods 

Pulmonary 

Non-Pulmonary 

Male 

Female 

Male 

Female 

Under  I year 

0 

0 

0 

0 

1 and  under  5 years 

0 

1 

0 

0 

5 and  under  10  years 

0 

0 

0 

0 

10  and  under  15  years 

1 

0 

0 

0 

15  and  under  20  years 

0 

0 

0 

0 

20  and  under  25  years 

0 

0 

0 

0 

25  and  under  35  years 

0 

0 

0 

0 

35  and  under  45  years 

0 

1 

0 

0 

45  and  under  55  years 

0 

0 

0 

0 

55  and  under  65  years 

0 

0 

0 

0 

65  years  and  upwards 

1 

0 

0 

0 

Totals 

2 

2 

0 

0 

Transfers  from  other  Districts : 2 
Deaths  from  Tuberculosis:  1 
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1.  FOOD 

(a)  Food  Premises  Inspections 

Details  of  food  premises  in  the  District,  and  of  inspections  made  by 
your  Public  Health  Inspectors  regarding  the  food  therein,  the  hygiene  of  the 
processes,  and  the  structure  and  cleanliness  of  the  premises  were:  — 


No.  in 

No.  of 

Type  of  Food  Premises 

District 

Inspections 

Bakehouses 

6 

5 

Egg  Packing  & Liquid  Egg  Preparation  Premises 

2 

1 

Fish  Fryers 

2 

2 

Game  Dealers’  Premises  (Licensed) 

1 

1 

General  Provision  Shops 

77 

43 

Ice  Cream  Premises  (Registered) 

70 

20 

Meat  Products  Premises  (Registered) 

13 

29 

Meat  Shops 

14 

223 

Poultry  Dressing  Premises 

4 

18 

Public  Houses  and  Inns 

65 

29 

Restaurants  and  Cafes 

8 

8 

Slaughterhouses 

2 

147 

Street  Vendors 

0 

5 

Miscellaneous 

0 

37 

Totals  ... 

264 

568 

Food  premises  fully  surveyed 

3 

Food  poisoning  investigations 

0 

Informal  notices  served 

12 

Food  premises  improved 

...  ... 

16 

Food  vehicles  improved 

0 

No  Clean  Food  Guilds  were  inaugurated  or  existed  during  the  year. 
Food  traders  were  co-operative  in  securing  the  hygiene  handling  and  storage 
of  food.  Success  in  this  matter  is  very  dependent  upon  public  opinion. 


(b)  Food  Premises  Improvements 


Structural 

Works 

Decorations  and 
Cleaning 

Lighting  and 
Ventilation 

Cold  Water 

Supply 

Hot  Water 

Supply 

Washing 

Facilities 

Refuse  Storage 
Facilities 

<u 

00 

r; 

s-> 

Q 

Sanitary 

Accommodation 

Name  and 

Address  Displayed 

Wash-hand 

Notices  Displayed 

Bakehouses 

0 

0 

0 

0 

0 

0 

0 

0 

0 

0 

0 

Dairies 

z 

2 

0 

0 

0 

0 

1 

0 

0 

0 

1 

Egg  & Poultry 

Packing  Premises 

0 

0 

0 

0 

0 

0 

0 

0 

0 

0 

0 

Fish  Shops  and 

Fish  Fryers 

0 

0 

0 

0 

0 

0 

0 

0 

0 

0 

0 

General  Provision 

Shops 

l 

0 

0 

0 

0 

o 

0 

0 

0 

0 

0 

Ice  Cream  Premises 

0 

0 

0 

0 

0 

0 

0 

0 

0 

0 

0 

Meat  Products 

Premises 

0 

0 

0 

0 

0 

0 

0 

0 

0 

0 

0 

Meat  Shops 

1 

1 

0 

0 

0 

0 

0 

0 

0 

0 

0 

Public  Houses  and 

Inns 

4 

0 

1 

4 

6 

4 

0 

2 

8 

0 

0 

Restaurants  and 

Cafes  

0 

0 

0 

1 

1 

1 

0 

1 

2 

0 

0 

Slaughterhouses 

0 

0 

0 

0 

0 

0 

0 

0 

0 

0 

0 

Food  Vehicles  . . . 

0 

0 

0 

0 

0 

0 

0 

0 

0 

0 

0 

Totals  ... 

8 

3 

1 

5 

7 

5 

1 

3 

10 

0 

1 

$ 

h 

0 

6 

0 

0 

1 

0 

0 

2 

29 

6 

0 

0 

44 
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(c)  Unsound  Food 

It  was  not  necessary  to  make  any  seizures  of  Food.  Vendors 
co-operated  satisfactorily  in  reporting  suspected  food,  which  resulted  in 
the  following  commodities  being  voluntarily  surrendered:  — 

Beef  251bs. 

Pork  ...  ...  ...  ...  401bs. 

Tinned  Foods  ...  ...  ...  721bs. 


Total  1371bs. 


This  condemned  food  was  disposed  of  by  burial  in  deep  refuse  pits. 
No  special  examinations  of  whole  stocks  or  consignments  of  food  were 
necessary  during  the  year. 

(d)  Post-mortem  Inspection  of  Animals 

Two  slaughterhouses  licensed  by  the  Council  were  used  for  meat 
supplies  to  a number  of  local  butchers  during  the  year  and  slaughtering 
was  carried  out  on  four  days  per  week  including  Saturday  afternoons  and 
Sunday  mornings. 

Details  of  post-mortem  inspection  of  animals  were ; 


Cattle 

exclud- 

ing 

Cows 

Cows 

Calves 

Sheep 

and 

Lambs 

Pigs 

Horses 

No.  Killed  (Estimated) 

260 

0 

0 

390 

390 

0 

No.  Inspected 

209 

0 

0 

266 

264 

0 

All  diseases  except  Tuberculosis 
and  Cysticerci 

(a)  Whole  carcases  condemned  ... 

0 

0 

0 

0 

0 

0 

(b)  Carcases  of  which  some  part 
or  organ  was  condemned 

0 

0 

0 

0 

l) 

0 

(c)  Percentage  of  the  number 
inspected  affected  with 
disease  other  than  tuber- 
culosis and  cysticerci 

0 

0 

o 

0 

0 

0 

Tuberculosis  only 

(a)  Whole  carcases  condemned  ... 

0 

0 

0 

0 

0 

0 

(b)  Carcases  of  which  some  part 
or  organ  was  condemned 

0 

0 

0 

0 

1 

0 

(c)  Percentage  of  the  number 
inspected  affected  with 

tuberculosis 

0 

0 

0 

0 

0.38 

0 

Cysticercosis 

(a)  Carcases  of  which  some 
part  or  organ  was  con- 
demned 

1 

0 

0 

0 

0 

0 

(b)  Carcases  submitted  to 

treatment  by  refrigeration 

0 

0 

0 

0 

0 

0 

(c)  Generalised  and  totally 
condemned 

0 

0 

0 

0 

0 

0 

The  figures  in  the  above  tables  are  in  respect  of  animals  inspected 
during  or  shortly  after  slaughter.  Where  such  inspection  was  impossible 
on  account  of  pressure  of  other  work,  carcases  were  examined  in  butchers’ 
shops  on  the  days  after  slaughter. 

Licensed  Slaughtermen  7. 
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(c)  Milk  and  Dairies 

Details  of  registrations,  licences  and  inspections  are  given  in  the 
following  .table : — 


No.  in 
District 

No.  of 
Inspections 

Registered  Dairy  Premises 

5 

4 

Licensed  Dealers  of  Tuberculin  Tested  Milk  ... 

7 

3 

Licensed  Dealers  of  Pasteurised  Milk  ... 

7 

4 

Licensed  Dealers  of  Sterilised  Milk 

2 

2 

Licensed  Dealers  with  Supplementary  Licences 
to  sell  Tuberculin  Tested  Milk 

10 

_ 

Licensed  Dealers  with  Supplementary  Licences 
to  sell  Pasteurised  Milk 

11 

_ 

Licensed  Dealers  with  Supplementary  Licences 
to  sell  Sterilised  Milk 

7 

— 

Totals  . . . 

49 

13 

(f)  Ice  Cream 

There  were  no  premises  in  the  district  registered  for  the  manufacture 
of  ice  cream.  Details  of  samples  of  ice  cream  and  ice  lollies  taken  for 
bacteriological  examination  are  given  in  the  following  tables:  — 


Ministry  of  Health 
Provisional  Grade 

No.  of  Ice  Cream 
Samples 

Bacteriological 

Classification 

No.  of  Ice  Cream 
Samples 

I 

14 

Excellent 

13 

II 

0 

V.  Satisfactory 

0 

III 

0 

Satisfactory 

1 

IV 

0 

Fair 

0 

Unsatisfactory 

0 

Total  14 

Total  14 

Bacteriological 

Classification 

No.  of  Ice  Lolly 
Samples 

Excellent 

3 

V.  Satisfactory 

3 

Satisfactory 

5 

Fair 

1 

Unsatisfactory 

0 

Total  12 

12 


(g)  General 

No  prosecutions  regarding  food  or  food  premises  were  instituted 
during  the  year. 

The  County  Council  as  Food  and  Drugs  Authority  were  responsible 
for  the  taking  of  samples  for  Chemical  analysis  of  food  and  drugs,  milk, 
ice-cream,  etc.,  but  details  of  such  sampling  w'er,.-  not  notified  to  the  'Rural 
District  Council. 

2.  WATER 

The  water  supply  of  the  area  was  satisfactory  both  in  respect  of 
quality  and  quantity.  None  of  the  existing  supplies  were  treated  by 
softening,  but  the  District  Water  Scheme  Supply  was  chlorinated. 

During  the  year  Stage  3 of  the  comprehensive  District  Water 
Scheme  was  completed.  This  comprised  18  minor  extensions  in  the 
parishes  otf  Alphamstone,  Belchamp  Walter,  Buhner,  Foxearth,  Great* 
Henny,  Great  Maplestead,  Little  Yeldham.  Sible  Hedingham,  Stambourne, 
Twinstead,  White  Colne,  and  Wickham  St.  Paul. 

As  a routine  procedure  samples  of  the  District  Water  Scheme  supply 
were  submitted  for  bacteriological  laboratory  examination  monthly,  and 
samples  of  all  other  mains  water  supplies  quarterly.  The  District  Water 
Scheme  samples  included  some  of  the  raw  water  direct  from  the  borewell. 
Samples  for  chemical  analysis  were  also  taken. 

During  the  year  344  premises  were  connected  to  the  water  mains 
and  the  following  work  was  carried  out  by  your  Public  Health 


Inspectors : — 

(a)  Inspections  regarding  water  supplies  90 

(b)  Statutory  Notices  served  re  water  supplies  ...  0 

(c)  Informal  Notices  served  re  water  supplies  ...  5 

(d)  Wells  improved  following  informal  action  ...  0 

(e)  Samples  of  water  submitted  for  bacteriological 
and  chemical  examination.  Details  of  these  are 

given  in  the  following  table  ...  ...  ...  38 


So  nrce 

No.  of 
Samples 

Wholesome 

Below 

Stand- 

ard 

Public  Water  Mains 

17 

16 

1 

Private  Water  Mains 

15 

15 

0 

Public  Wells,  etc. 

0 

0 

0 

Private  Wells,  etc. 

6 

2 

4 

Totals 

38 

33 

5 

(f)  Samples  of  water  examined  for  Chlorine  oontent  12 

There  were  no  public  s,wimming  baths  in  the  District.  Part  of 
Gosfield  Lake  continued  in  use  as  a public  bathing  pool. 
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Typical  Chemical  Analyses  of  Public  and  Private  (Mains  Water  Supplies,  in  parts  per  million,  are  given  in  the  following  table: 


Rippers  Ltd. 
Sible 

Hedingham 

Nil 

Nil 

Nil 

7.3 

20 

580 

390 

34 

265 

310 

265 

45 

1.0 

Absent 

0.000 

0.000 

0.10 

Absent 

Absent 

Absent 

Absent 

Paines 
Manor, 
Pent  low 

a)'r'  SSoflO  -g 

S2ar3r3ro  oo^oOin  JJtNO  jn 

’i  SZZr-NO  ©oo  wovnoooodd  Som  * 

R.  Hunt  & 

Co.  Ltd., 
Earls  Colne 

Less 
than  3 

Nil 

Nil 

7.7 

9 

940 

630 

164 

255 

180 

180 

0 

0.8 

0.01 

0.053 

0.000 

0.20 

Absent 

0.04 

Absent 

Absent 

Saffron 

Walden 

R.D.C. 

(Hempstead) 

Nil 

Nil 

Nil 

7.5 

18 

525 

350 

17 

260 

300 

260 

40 

3.0 

Absent 

0.000 

0.000 

0.15 

Absent 

Absent 

Absent 

Absent 

Lexden  & 
Winstree 
R.D.C. 

Less 
than  3 

Nil 

Nil 

7.3 

18 

860 

575 

124 

295 

235 

235 

0 

0.0 

Absent 

0.000 

0.000 

0.10 

Absent 

0.09 

Absent 

Absent 

Clare 

R.D.C. 

Less 
than  3 

Nil 

Nil 

7.0 

55 

895 

650 

40 

310 

530 

310 

220 

1.6 

Absent 

0.000 

0.003 

0.20 

Absent 

0.29 

0.20 

Absent 

Halstead 

R.D.C. 

Less 
than  3 

Nil 

Nil 

7.1 

43 

900 

600 

82 

305 

410 

305 

105 

1.2 

Absent 

0.21 

0.000 

0.10 

0.11 

0.12 

Absent 

Absent 

a 

o 

.a  5 

s 

in 


£ 
• (3 

•o 

IS 

Ui 

3 

H 


( x a jj  -a 

i W Q 


% « 


p.  .. 

rj  o IS 

fc-gj-ej 


C 3^2 

“"Ss 

~ 
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3.  HOUSING 


(a)  Housing  Inspections 

(1)  Inspections  regarding  disrepair  and  sanitary  defects  ...  ...  319 

(2)  Houses  fully  surveyed  and  recorded  167 

(3)  Inspections  regarding  reconditioning  ...  ...  ...  ...  486 

(4)  Inspections  regarding  overcrowding  ...  ...  4 

(5)  Inspections  regarding  Certificates  of  Disrepair 1 

(6)  Inspections  of  camping  grounds  ...  ...  6 

(7)  Inspections  of  moveable  dwellings  ...  ...  40 

(8)  Miscellaneous  housing  inspections  ...  649 

(9)  Investigations  of  applications  for  Council  house  tenancies  ...  14 


(b)  Housing  Notices 

(1)  Informal  Notices  served  requiring  remedy  of  disrepair  and 

sanitary  defects  9 

(2)  Statutory  Notices  served  under  Housing  Act 0 

(3)  Statutory  Notices  served  under  Public  Health  Act,  requiring 

remedy  of  housing  disrepair  ...  ...  ...  ...  ...  0 

Property  owners  responded  satisfactorily  to  informal  procedure 
requesting  the  repair  and  improvement  of  dwelling  houses. 


(c)  Unfit  Houses 

(1)  Houses  Officially  Represented  under  Housing  Act  ...  ...  60 

(2)  (aj  Undertakings  accepted  (i)  to  make  fit  for  human  habitation  4 

(ii)  not  to  use  for  human  habitation  4 

(b)  Undertakings  cancelled  ...  11 

(c)  Accumulated  total  of  outstanding  Undertakings  (Dec.,  1960) 

(i)  to  make  fit  for  human  habitation  9 

(ii)  not  to  use  for  human  habitation  54 

(3)  (a)  Closing  Orders  made  ...  ...  ...  ...  ...  26 

(b)  Closing  Orders  determined  ...  ...  ...  1 

(c)  Accumulated  total  of  outstanding  Closing  Orders  (Dec., 

1960)  45 

(4)  (a)  Demolition  Orders  made  ...  ...  ...  29 

(b)  Demolition  Orders  revoked  ...  ...  ...  ...  ...  0 

(c)  Accumulated  total  of  outstanding  Demolition  Orders  (Dec., 

1960)  139 


(d)  Slum  Clearance  Proposals 

Details  of  the  Council's  ten  years  (1956/1965)  Slum  Clearance 
Proposals  are  given  in  the  following  tables: 
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SLUM  CLEARANCE  PROPOSALS 
Unfit  Houses — Position  at  31st  December,  1960 


Parish 

Total  Houses  in  Slum 
Clearance  Proposals 

31st  December,  1955 

Unfit  Houses 

Unfit  Houses  Considered 
by  Council  and  subject  to 

Unfit  Houses 
Awaiting 
Consideration 
by  Council 

Made  Fit 

Demolished 

Undertakings 

Closing  Orders 

Dem.  Orders 

00 

.3 

X) 

s 

IX 

1 

<J 

Category  4 

Category  5 

Alphamstone 

3 

0 

0 

0 

0 

3 

0 

o 1 

0 

Ashen 

17 

4 

7 

2 

0 

2 

0 

2 ! 

0 

Belchamp  Otten 

7 

1 

4 

2 

0 

0 

0 

0 

0 

Belchamp  St.  Paul 

6 

2 

2 

0 

0 

0 

0 

2 

0 

Belchamp  Walter 

17  + 3 

2 

12 

0 

0 

6 

0 

0 

0 

Birdbrook 

18 

0 

3 

0 

0 

1 

1 

9 

4 

Borley 

5 

2 

0 

0 

0 

2 

0 

1 

0 

Bulmer 

21+4 

4 

4 

2 

4 

2 

3 

2 

4 

Bures  Hamlet 

3 + 5 

0 

0 

0 

5 

2 

0 

1 

0 

Castle  Hedingham 

42  + 1 

4 

9 

7 

0 

7 

1 

10 

5 

Colne  Engaine 

9 

1 

2 

0 

0 

4 

0 

2 

0 

Earls  Colne 

29  + 7 

7 

9 

1 

3 

10 

3 

3 

0 

Foxearth 

11  + 1 

0 

6 

0 

0 

6 

0 

0 

0 

Gestingthorpe 

26+1 

0 

3 

2 

0 

10 

2 

10 

0 

Gosfield 

11 

0 

1 

0 

0 

0 

0 

7 

3 

Great  Henny 

15 

4 

0 

1 

0 

0 

2 

4 

4 

Great  Maplestead 

11  + 1 

1 

3 

0 

0 

7 

0 

1 

0 

Great  Yeldham 

28  + 6 

2 

0 

5 

8 

4 

0 

10 

5 

Halstead  Rural 

14+3 

0 

10 

2 

0 

0 

0 

4 

1 

Helions  Bumpstead 

32 

4 

2 

4 

0 

11 

0 

6 

5 

Lamarsh 

6 

1 

0 

0 

0 

0 

2 

2 

1 

Liston 

0 

0 

0 

0 

0 

0 

0 

0 

0 

Little  Henny 

3 

0 

3 

0 

0 

0 

0 

0 

0 

Little  Maplestead 

0 

0 

0 

0 

0 

0 

0 

0 

0 

Little  Yeldham 

13  + 1 

0 

1 

2 

0 

1 

0 

7 

3 

Middleton 

8 

1 

2 

0 

0 

3 

0 

1 

1 

Ovington 

5 + 3 

1 

3 

0 

0 

2 

2 

0 

0 

Pebmarsh 

15  + 2 

0 

0 

3 

0 

9 

0 

5 

0 

Penitlow 

1+9 

0 

0 

0 

8 

0 

1 

0 

1 

Ridgewell 

24 

2 

7 

2 

0 

7 

1 

3 

2 

Sible  Hedingham 

47  + 2 

1 

3 

4 

0 

16 

2 

12 

11 

Sitambourne 

18 

2 

0 

3 

> 

7 

0 

3 

1 

Steeple  Bumpstead 

22  + 1 

2 

8 

5 

0 

1 

0 

5 

2 

Sturmer 

1 

1 

0 

0 

0 

0 

0 

0 

0 

Tilbury-iuxta -Clare 

18-1 

0 

0 

3 

5 

2 

0 

4 

3 

Toppesfield 

34 

2 

9 

0 

3 

7 

4 

7 

2 

Twinstead 

10  + 5 

0 

4 

4 

2 

3 

0 

1 

1 

White  Colne 

12  + 5 

1 

8 

0 

5 

2 

0 

1 

0 

Wickham  St.  Paul 

25  + 1 

0 

10 

9 

0 

2 

1 

4 

0 

Totals:  587  + 60 

52 

135 

63 

45 

139 

25 

129 

59 

Note- 


Category  4 — “Houses  unfit  for  human  habitation  and  beyond  repair  at 
reasonable  cost,  but  appropriate  for  reconditioning.” 

Category  5 — ‘'Houses  unfit  for  human  habitation  and  beyond  repair  at 
reasonable  cost,  and  appropriate  for  demolition.” 
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SLUM  CLEARANCE  PROPOSALS 
Progress  during  1960 


XI 

CO 

c 

a 

Oh 


Alphamstone 

Ashen 

Belchamp  Otten 

Belchamp  St.  Paul 

Belchamp  Walter 

Birdbrook 

Borley 

Bulmer 

Bures  Hamlet 

Castle  Hedingham 

Colne  Engaine 

Earls  Colne 

Foxearth 

Gestingthorpe 

Gosfield 

Great  Herrny 

Great  Maplestead 

Great  Yeldham 

Halstead  Rural 

Helions  Bumpstead 

Lamarsh 

Liston 

Little  Henny 

Little  Maplestead 

Little  Yeldham 

Middleton 

Ovington 

Pebmarsh 

Pentlow 

Ridgewell 

Sible  Hedingham 

Stambourne 

Steeple  Bumpstead 

Sturm  er 

Tilbury- juxta  -Clare 
Toppesfield 
Twinsitead 
White  Colne 
Wickham  St.  Paul 


Totals : 


OJ 

■8 

V 

-a 

"O 

Q, 

•o 

03 

25 

*a 

c 

<D 

is 

8 

o 

< 

s 

e 

Vi 

!_ 

T3 

tt, 

_c 

V) 

L* 

a 

Vi 

<D 

T3 

6 

n 

o 

4| 

E 

s, 

‘M 

o 

s 

Q 

Vi 

<v 

I? 

8 

3 

"O 

1 

a 

P 

ZJ 

3 

O 

X 

G 

O 

<3 

o 

X 

0 

US 

0 

0 

0 

0 

0 

0 

0 

0 

0 

0 

0 

2 

0 

0 

0 

0 

0 

o 

0 

0 

0 

0 

0 

0 

0 

0 

0 

2 

0 

2 

0 

0 

0 

0 

2 

0 

0 

0 

0 

0 

0 

7 

0 

4 

0 

0 

0 

5 

0 

5 

0 

0 

0 

0 

0 

0 

4 

0 

3 

1 

0 

0 

0 

1 

0 

5 

0 

3 

1 

3 

2 

0 

0 

0 

0 

0 

o 

0 

0 

0 

5 

0 

i 

0 

0 

0 

0 

0 

0 

6 

0 

0 

0 

4 

0 

0 

0 

0 

3 

0 

0 

4 

4 

0 

2 

0 

0 

2 

1 

0 

0 

0 

3 

2 

0 

0 

2 

2 

0 

2 

0 

0 

0 

0 

0 

0 

0 

0 

0 

0 

0 

0 

0 

0 

0 

0 

0 

0 

0 

0 

0 

0 

0 

0 

0 

0 

0 

0 

0 

0 

0 

0 

0 

1 

0 

3 

0 

0 

0 

1 

0 

0 

0 

0 

0 

0 

0 

5 

0 

4 

0 

0 

0 

1 

0 

0 

0 

0 

0 

0 

0 

0 

2 

0 

0 

2 

2 

0 

0 

0 

0 

i 

1 

0 

1 

0 

0 

0 

0 

0 

0 

0 

0 

5 

0 

5 

0 

0 

0 

4 

0 

0 

3 

0 

0 

2 

0 

2 

3 

0 

0 

3 

0 

3 

0 

0 

0 

0 

0 

0 

1 

0 

7 

60 

8 

26 

29 

12 

22 

21 
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uo- ,.,-00000000-00000^-^0000-^0^000000000  Council  Houses  granted 

to  displaced  persons 


(e)  Housing  Improvements 

(1)  Houses  reconditioned  or  repaired  following  informal  action  by 

Public  Health  Inspectors  ...  ...  ...  ...  ...  132 

(2)  Houses  fully  reconditioned  to  the  “Twelve  Points  Standard’’  54 

(3)  Houses  repaired  following  SKTiutory  Housing  Act  Notices  ...  0 

(4)  Houses  repaired  following  Statutory  Public  Health  Aot  Notices  0 

(5)  Houses  reconditioned  following  Statutory  Housing  Act  Orders  12 

(6)  Houses  demolished  following  Statutory  Demolition  Orders 

under  Housing  Act  ...  ...  ...  ...  ...  ...  22 


(f)  Housing  Improvement  Grants 

(1)  Applications  for  Discretionary  Improvement  Grants  ...  ...  24 

(2)  Discretionary  Improvement  Grants  approved  (for  £7,503)  ...  23 

(3)  Schemes  completed  43 


Details  regarding  Discretionary  Improvement  Grants  are  given  in  the 

following  tables : 


Year 

Applications 

Completions 

Received 

Approved 

Grant  Approved 

No. 

Grant 

3aid 

1949 

1 

0 

■ 

— 

. 

1950 

9 

0 

— 

— 

, 

1951 

1 

0 

— 

— 

— 

1952 

0 

0 

— 

— 

— 

1953 

7 

2 

£400 

0. 

Od. 

1 

£200 

0. 

Od. 

1954 

19 

18 

£4,093 

10. 

Od. 

4 

£740 

0. 

Od 

1955 

49 

48 

£11,113 

0. 

Od. 

20 

£5,726 

10. 

Od. 

1956 

49 

48 

£13,322 

0. 

Od. 

38 

£7,746 

0. 

Od. 

1957 

46 

46 

£12,414 

0. 

Od. 

40 

£10,868 

0. 

Od. 

1958 

36 

34 

£9,560 

0. 

Od. 

45 

12,174 

0. 

Od. 

1959 

50 

50 

£13,716 

0. 

Od. 

32 

£8,661 

0. 

Od. 

1960 

24 

23 

£7,503 

0. 

Od. 

43 

£12,233 

0. 

Od. 

Totals 

291 

269 

£72,121 

10. 

Od. 

223 

£58,348 

10. 

Od 

18 


Houses  Occupied  by 

Total 

Year 

Agricultural 

Workers 

Other 

Tenants 

Owners 

1949  to 

1953 

1 

1 

0 

2 

1954 

9 

6 

3 

18 

1955 

16 

24 

8 

48 

1956 

21 

11 

16 

48 

1957 

27 

11 

8 

46 

1958 

20 

6 

8 

34 

1959 

23 

12 

15 

50 

1960 

6 

5 

12 

23 

Totals: 

123 

76 

70 

269 

(4) 

Applications  for  Standard 

Grants 

43 

(5) 

Standard  Grants  approved 

(for  maximum  of  £5,920}  ... 

43 

(6) 

Schemes  completed 

14 

Details  regarding  Standard  Grants  are  given  in  the  following  table: 


Applications 

Completions 

Year 

Maximum 

Amount  of  Standard 
Grant 

Received 

Approved 

Grant 

Approved 

No. 

Maximum 

Approved 

Actual 

Paid 

1959 

15 

15 

£1,855 

— 

— 

■ 

1960 

43 

43 

£5,920 

14 

£1,725 

£1,563  14.  0. 

Totals 

58 

58 

£7,775 

14 

£1,725 

£1,563  14.  0. 

(7)  Loans  made  by  Council  for  Repairing  or  Improving  Houses  ...  3 
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Parish  distribution  of  Discretionary  Improvement  Grants,  Standard 
Grants  and  Financial  Loans  for  repairing  or  improving  houses,  is  given  in 
the  following  table:  — 


Parish 

Discretionary 

Improvement 

Grants 

Standard 

Grants 

Repair/ 

Improvement 

Loans 

Total 

Alphamstone 

0 

2 

0 

2 

Ashen  

7 

1 

0 

8 

Belchamp  Otten 

4 

0 

1 

5 

Belchamp  St.  Paul 

10 

1 

0 

11 

Belchamp  Walter 

6 

3 

0 

9 

Birdbrook 

6 

1 

0 

7 

Bor  ley 

1 

1 

0 

2 

Bulmer 

1 

8 

0 

9 

Bures  Hamlet 

1 

3 

0 

4 

Castle  Hedingham 

9 

2 

0 

11 

Colne  Engaine  ... 

20 

1 

6 

27 

Earls  Colne  

37 

4 

0 

41 

Foxearth  

4 

2 

0 

6 

Gestingthorpe 

4 

0 

0 

4 

GosfieTd 

19 

1 

0 

20 

Great  Henny 

3 

0 

0 

3 

Great  Maplestead 

4 

0 

0 

4 

Great  Yeldham 

9 

6 

0 

15 

Halstead  Rural  ... 

38 

6 

0 

44 

Helions  Bumpstead 

9 

1 

0 

10 

Lamarsh 

1 

1 

0 

2 

Liston 

0 

0 

0 

0 

Little  Henny  

0 

0 

0 

0 

Little  Maplestead 

4 

1 

0 

5 

Little  Yeldham  ... 

4 

0 

0 

4 

Middleton 

0 

1 

0 

1 

Ovineton 

1 

3 

0 

4 

Pebmarsh 

5 

0 

0 

5 

Pentloiw 

1 

0 

0 

1 

Ridgewell 

1 

2 

0 

3 

Sible  Hedineham 

24 

4 

3 

31 

Stamfbourne 

4 

0 

0 

4 

Steeple  Bumpstead 

10 

2 

0 

12 

Sturmer 

3 

1 

0 

4 

Tilbury-juxta -Clare 

3 

0 

0 

3 

Toppesfield  

5 

0 

0 

5 

Twinstead 

2 

0 

1 

3 

White  Colne 

8 

0 

0 

8 

Wickham  St.  Paul 

1 

0 

0 

1 

Totals : 

269 

58 

11 

338 
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(g)  Rent  Act 

(1)  Applications  for  Certificates  of  Disrepair  ...  ...  ...  ...  l 

(2)  Decisions  to  issue  Certificates  ...  ...  ...  ...  ...  l 

(3)  Undertakings  given  toy  Landlords  1 

(4)  Certificates  of  Disrepair  issued  ...  ...  ...  ...  ...  0 

(5)  Applications  for  cancellation  of  Certificates  of  Disrepair  ...  0 

(6)  Objections  by  tenants  to  cancellation  of  Certificates  of  Disrepair  0 

(7)  Certificates  of  Disrepair  cancelled  ...  ...  ...  ...  ...  0 

(h)  Housing  Overcrowding 

(1)  Overcrowded  houses  existing  December,  1959  3 

(2)  Overcrowded  houses  found  during  1960  ...  ...  ...  0 

(3)  Overcrowded  houses  relieved  during  1960  ...  ...  ...  1 

(4)  Overcrowded  houses  existing  December,  1960, 

t Including  1 Council  house)  ...  ...  ...  2 

(i)  Moveable  Dwellings 

(1)  Licensed  Camping  Grounds  (for  58  trailer  caravans)  ...  ...  1 

(2)  Licensed  Moveable  Dwellings  ...  ...  ...  ...  ...  27 

(3)  Informal  Notices  served  re  Moveable  Dwellings  . ...  ...  0 


Every  caravan  on  the  licensed  camping  ground  was  provided  with 
piped  mains  .waiter  supply  and  main  drainage  to  a camp  disposal  plant. 

Most  of  the  licensed  moveable  dwellings  were  used  as  permanent 
residences.  It  should  be  appreciated  that  however  modern  and  well  designed 
touring  caravans  may  be,  they  are  unsaticfactory  substitues  for  proper 
houses 

4.  WORKPLACES 


(a)  Inspections  and  Notices 


Premises 

Number 

Number  of 

on 

Register 

Inspections 

Written 

notices 

Occupiers 

prosecuted 

(i)  Factories  in  which 
Sections  1,  2,  3.  4 and  6 
are  to  be  enforced  by 
Local  Authorities 

8 

0 

0 

0 

(ii)  Factories  not  in- 
cluded in  (i)  in  which 
Section  7 is  enforced  by 
the  Local  Authority  ... 

46 

13 

0 

0 

(iii)  Other  Premises  in 
which  Section  7 is  en- 
forced by  the  Local 
Authority  (excluding  out- 
workers’ premises) 

0 

0 

0 

0 

Total 

54 

13 

0 

0 

Certificates  of  Means  of  Escape  in  case  of  fire  granted  0 


Certificates  of  Means  of  Escape  in  case  of  fire  in  operation  4 
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(b)  Defects  Found  and  Remedied 


No. 

of  cases  in  which  defects 
were 

No.  of  cases 
in  which 

Particulars 

Referred 

prosecutions 

Found 

Kemedied 

To  H.M. 
Inspector 

By  H M. 
Inspector 

were 

instituted 

Want  of  cleanliness  (S.l) 

0 

0 

0 

0 

0 

Overcrowding  (S.2.) 
Unreasonable  tempera- 

0 

0 

0 

0 

0 

ture  (S.3.) 

Inadequate  ventilation 

0 

0 

0 

0 

0 

(S.4.) 

Ineffective  drainage  of 

0 

0 

0 

0 

0 

floors  (S.6.) 
Sanitary  Conveniences 
(S.7.) 

0 

0 

0 

0 

0 

(a)  Insufficient 

(b)  Unsuitable  or 

0 

0 

0 

0 

0 

defective 

(c)  Not  separate  for 

0 

1 

0 

0 

0 

sexes  . . . 

Other  offences  against 
the  Aet  'not  includ- 
ing offences  relating 

0 

0 

0 

0 

0 

to  Outwork) 

1 

0 

1 

0 

0 

0 

Totals  ... 

0 

2 

0 

0 

0 

fc)  Out-Workers 


(d)  Miscellaneous 


Premises 

No.  in  district 

Inspections 

Places  of  Entertainment 

40 

0 

Shops 

129 

237 

Workplaces 

10 

0 

Schools 

23 

0 

Certificates  of  Exemption  granted  fshops) 
Certificates  of  Exemption  (shops)  in  operation 


0 

0 
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5.  WASTE  MATTERS 


(a)  Sewerage  and  Sewage  Disposal. 

Public  Sewerage  and  Sewage  Disposal  was  part  of  the  duties  of  your 
Engineer  and  Surveyor. 

Of  the  39  Parishes  in  the  District  eight  (Bures  Hamlet,  Castle 
Hedingham,  Colne  Engaine,  Earls  Colne,  Foxearth,  Sible  Hedingham, 
Steeple  Bumpstead  and  part  of  White  Colne)  had  public  sewers,  and  three 
public  sewage  disposal  works  served  Earls  Colne.  Sible  Hedingham,  Steeple 
Bumpstead  and  part  of  White  Colne. 

Constructional  work  on  the  joint  sewerage  and  sewage  disposal 
scheme  for  Castle  Hedingham.  Great  Yeldham  and  Sible  Hedingham, 
and  (also  that  for  Gosfield  continued  and  was  well  advanced  at  Che  end 
of  the  year.  Schemes  have  been  approved  for  Birdbrook  (Baythorne 
End),  Halstead  Rural  (Greenstead  Green),  Pebmarsh  and  Toppesfield, 
and  are  awaiting  approval  for  Colne  Engaine  and  Ridgewell.  The  follow- 
ing Parishes  have  been  given  priority  regarding  their  need  for  sewerage 
and  sewage  disposal  schemes  in  the  near  future:  Belchamp  St.  Paul, 
Foxearth  and  Sturmer.  Schemes  are  also  proposed  for  Ashen,  Birdbrook, 
Great  Maplestead,  Gesfingthorpe  and  Helions  Bumpstead.  with  extensions 
at  Earls  Colne,  White  Coilne  and  Steeple  Bumpstead. 

15  inspections  were  made  by  your  Public  Health  Inspectors  of  nublic 
sewers  and  sewer  ditches  following  complaints,  and  certain  unsatisfactory 
conditions  such  as  blockages,  need  of  cleansing,  etc.,  were  remedied. 


(b)  Drainage. 

Drainage  was  part  of  the  duties  of  your  Public  Health  Inspector. 

There  was  no  scheme  for  emptying  cesspools  or  sewage  tanks  in  the 
District  (except  at  Council  houses),  and  householders  made  their  own 
arrangements  with  private  contractors. 

Details  of  drainage  to  properties  in  the  District  are:  — 


Properties  drained  to : 


Properties 


Total 


Sewers  or  Sewage 

Highway  tanks  or 

Drains  Cesspools 


Ditches 

etc. 


Properties 

without 

drainage 


6437 

(100%) 


2022 

(31.4)% 


2243 

(34.9%) 


1147 

(17.8%) 


1025 

(15.9%) 
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(i)  Drainage  Duties 


1.  Plans  examined  regarding  drainage  proposals  ...  ...  ...  261 

2.  Drainage  investigations  and  advisory  visits  ...  ...  ...  306 

3.  D ra inage  Inspections  ...  ...  ...  ...  ...  ...  725 

4.  Inspection  of  ditches,  etc.  ...  ...  ...  ...  ...  19 

5.  Drainage  tests  ...  ...  ...  ...  ...  ...  238 

6.  Informal  notices  served  ...  ...  ...  ...  ...  ...  26 

7.  Statutory  notices  served 0 


(ii)  Drainage  Improvements 

As  a result  of  informal  action  by  Public  Health  Inspectors,  the 
following  improvements  were  effected:  — 


1.  Premises  drained  to  sewers  12 

2.  Premises  drained  to  septic  tanks  ...  ...  ...  ...  87 

3.  Drains  reconstructed  ...  ...  ...  ...  ...  ...  47 

4.  Drains  cleansed  ...  0 

5.  Ditches  deansed  ...  ...  ...  ...  ...  ...  2 


(c)  Sanitary  Fittings 

There  is  a need  in  the  District  for  the  conversion  of  earth  closets 
into  water  closets,  and  for  the  provision  of  sinks  and  baths  to  dwellings. 


Details  of  Sanitary  fittings  of  properties  in  the  District  are:  — 


Total 

Properties 

Properties  with : 

Sanitary  Conveniences 

Sinks 

Baths 

W.Cs. 

EX3s. 

Privies 

None 

6437 

3510 

2872 

3 

52 

5425 

2850 

(100%) 

(54.53%) 

(44.61%) 

(0.05%) 

(0.81%) 

(84.28%) 

(44.28%) 
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As 

following 

a result  of  informal  action  by  Public  Health 
improvements  were  effected:  — 

Inspectors 

1. 

Privy  conversions 

1 

~i 

3. 

Sanitary  conveniences  reconstructed 

New  sanitary  conveniences  provided 

1 

...  188 

4. 

Sinks  provided 

...  112 

5. 

Baths  provided 

...  141 

6. 

Wash-hand  basins  provided 

...  173 

(d)  Refuse  Storage  and  Disposal 

Public  cleansing  was  pant  of  the  duties  of  your  Engineer  and 
Surveyor.  The  Council!  possessed  3 refuse  collecting  vehicles  which  removed 
house  refuse  at  fortnightly  intervals.  Refuse  was  disposed  of  on  refuse 
dumps  at  Bird  brook,  Great  Yeldham,  Sible  Hedingham  and  White  Colne. 

One  inspection  of  refuse  tips,  and  26  inspections  regarding  refuse 
accumulations  were  made.  Two  informal  notices  .were  served  regarding 
refuse  accumulations. 

As  a result  of  informal  action  by  Public  Health  Inspectors 
3 accumulations  of  refuse  were  removed. 


6.  PESTS 


fa)  Insect  Pests 

The  District  continued  to  be  comparatively  free  from  insect  pesit 
infestation.  No  premises  were  found  with  bed  bug  infestations.  A total  of 
61  inspections  were  made  by  Public  Health  Inspectors  in  connection  with 
insect  pests,  and  27  premises  were  disinfested  in  respect  of  ants,  carpet 
beetles,  fleas,  flies,  wasps,  etc. 


(b)  Rodent  Control 

There  was  also  no  unduly  high  incidence  of  rat  and  mouse 
infestations  in  the  District.  The  Council’s  public  sewers  and  refuse  dumps 
were  rat  disinfested  as  a routine  measure  in  accordance  with  the  Ministry  of 
Agriculture.  Fisheries  and  Food  requirements. 
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Details  of  Rodent  Control  work  carried  out  by  your  Public  Health 
Inspectors  and  Rodent  Operator  during  the  year  were:  — 


Type  of  Property 

Non-Agricultural 

l 

i 

Local 

Authority 

2 

DwellingHouses 

Inc. 

Council  Houses 

3 

All  other  (Inc. 
Business 

Premises) 

J2  co 

O 

o 

HS 

5 

Agricultural 

1. 

N'umber  of  properties 
in  Local  Authority’s 
District  

22 

5526 

oyi 

6139 

450 

11. 

Number  of  properties 
inspected  as  a result 
of: 

(a)  Notification 

0 

21 

8 

29 

0 

(b)  Survey  under  the 
Act  

22 

197 

9 

228 

5 

(c)  Otherwise  (e.g. 

when  visited  pri- 
marily for  some 
other  purpose)  ... 

0 

224 

129 

353 

17 

III. 

Total  inspections  car- 
ried out  — including 
re-inspeotions 

46 

483 

169 

698 

24 

IV. 

Number  of  properties 
inspected  which  were 
found  to  be  infested 

by 

(a)  Rats  Major 

3 

0 

0 

3 

0 

Minor 

6 

19 

6 

31 

0 

(b)  Mice  Major 

0 

0 

0 

0 

0 

Minor 

0 

1 

2 

3 

0 

V. 

Number  of  infested 
properties  treated  by 
Local  Authority 

9 

9 

7 

25 

0 

VI. 

Total  treatments  car- 
ried out  — including 
re-treatments 

15 

10 

13 

38 

0 

VII. 

Number  of  notices 
served  under  Section 
4 of  the  Act 
(a)  Treatment 

0 

1 

i 

2 

0 

(b)  Structural  work 

0 

0 

i 

1 

0 

VIII. 

Number  of  cases  in 
which  default  action 
was  taken  following 
the  issue  of  a notice 
under  Section  4 of  the 
Act  

0 

0 

0 

0 

0 

IX. 

Legal  proceedings  ... 

0 

0 

0 

0 

0 

X. 

Number  of  “Block” 
control  schemes  car- 
ried out 

0 

1 

0 

0 

0 

26 


7.  MISCELLANEOUS 


The  following  miscellaneous  duties  were  also  carried  out  by  your 


Public  Health  Inspectors  during  the  year:  — 

(a)  Plans  deposited  under  Building  Byelaws  examined  ...  ...  261 

(b)  Smoke  and  dust  nuisance  investigations  ...  ...  ...  ...  5 

fc)  Keeping  of  animals  and  poultry  nuisance  investigations  ...  ...  6 

(d)  Notifiable  disease  investigations  ...  ...  ...  ...  ...  1 

(e)  Premises  disinfected  following  notifiable  diseases  . ..  ...  0 

(f)  Visits  regarding  miscellaneous  public  health  matters  ...  ...  11 

(g)  Bathing  pool  inspections  2 

(h)  Pet  Shop  Licences  granted  0 

(i)  Rag  Flock  Act  inspections  ...  ...  ...  0 


(j)  Informal  Notices  served  regarding  miscellaneous  matters  ...  3 

The  following  special  report  was  submitted  to  the  Council  by  the 
Public  Health  Inspector  during  the  year:  — 

1 . Slaughterhouse  facilities. 
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